








¢ Hallmark in Anesthesi 
with Diligence Service 











INDUCTION AGENTS 





HYPN DATE 


Etomidate Emulsion 


The Ultimate Choice for Safety 


_2MGIML - 10ML AMPOULE 


Etomidate — Sion for| hiectio 


HYPN DATE? ixcix: 
——— 


Sterile Emutsion 


Wom pyrogenic 10mt 











INDUCTION AGENTS 


ard retold SOMG/ML - 2ML DMG/ML - 2ML AMPOULE 





P Wf naesthetic with ANALGESIC EDGE 


darvepliate bo 
100g 2 


'KETAMINE HYDROCHLORIDE 
INJECTION, (P @ 
Aneket” oe 





THIOSOL Fe 


Thiopentone sodium 


The trusted thiopentone 


50MG - VIAL 
1GM - VIAL 








INDUCTION AGENTS 


NEOROF 


propofo/ 
The Switch ON , Switch OFF anesthetic 





10MG/ML - 10ML VIAL 
10MG/ML - 20ML VIAL 





10MG/ML - SOML VIAL 








10MG/ML - 50ML VIAL 


* 
10MG/ML - 20ML VIAL M C =ROF 


10MG/ML - 10ML VIAL 1% Propofol in MCTILCT fat emulsion 





Less Pain...More Comfort... 








“INHALATION AGENTS ™ 


Hypnothane 


Halothane B.P. 
A Time tested Inhalation Agent 


250ML BOTTLE 


50ML BOTTLE 


30ML BOTTLE 






HALOTHANE BP 


Hypnothane 





SEVURA 


SEVOFLURANE USP 


Your Safe & Reliable Companion 


50ML BOTTLE 
250ML BOTTLE | 





Sosrane 


Isoflurane |.P. 


Se Classic C*nesthelic 









30ML BOTTLE 
100ML BOTTLE 
250ML BOTTLE 











| *  50MCG - 0.5ML AMPOULE 









Dexmedetomidine HCI Preservative not added 100MCG/ML - 2ML AMPOULE 
| Mitigates PAIN..... Induces SEDATION 
_— 100. i ymedalor ‘dre - : ; 20007 gay 
ine = Hydrochloride areca ‘, 
| pertomis0 i! a ae i eons ae mer 
| ‘ ba #9 J NEON 





ee One Ampoule of Bt Lime 





| 
| PYROLATE? carom mucous 





Glycopyrrolate 0.2MG/ML -10ML VIAL 
A Step Ahead 





Msccwtcns 
ora 
PYROLATE 








Tropine 


Atropine sulphate 


The time-tested anti-cholinergic 


0.6MG/ML -1ML AMPOULE 








MEZOLAM 


Midazolam 


1MG/ML - 5ML VIAL 
1MG/ML -10ML VIAL 
5MG/ML -1ML AMPOULE 





AROSE without THORNS... THE BETTER CHOICE 





r 





Analgesia coupled with sedation 


el 
1MG/ML - 1ML AMPOULE % wrarhl 


anol Tartrate 
ISP 








Butodo]-2 


Butorphanol Tartrate 


Analgesia coupled with sedation 





2MG/ML - 1ML AMPOULE 








. | vel 
® . 
MIA CPHIN ee 

Nalbuphine HCl ecia 4 
BBB scorinerycoce | 
Injection 






Knock down the pain with ease 
10MG/ML - 1ML AMPOULE 





20MG/ML - 1ML AMPOULE 


Buprigesic parcu 


Buprenorphine Transdermal Patch 





The POWER-PACK Analgesic 
i PATCH - 5MCG /HR 
1 PATCH - 10MCG / HR 






‘ Sto 
SUPRENOP?FINE 
2 NSDIERAL PATC= 


Buprigesic’rarcns 











Just(n 


Diclofenac Sodium 





) Just inhibits the pain pete ee 
‘val suppers” 
12.5MG, 25MG, 100MG 
SUPPOSITORIES - STRIP OF 5 





— 


Paracetamol 


“ 80MG, 170MG, 250MG 
,, SUPPOSITORIES - STRIP OF 5 











400MG SUPPOSITORIES - Su ridol 

“STRIP OF 5 
f Tramadol 
THE SUPERIOR ALLROUNDER 


i ‘Tramado! 
Suppositories 
‘Supridol:100 


Pit 
ome 














MUSCLE RELAXANTS * 


=== Artacil 


Atracurium besylate 
B The Relaxant that HITS And SPLITS 






a 
ureters | 
| 10MG/ML - 2.5ML AMPOULE 


ARTACIL-50 


Atracurium besylate 







The Relaxant that HITS And SPLITS 


10MG/ML - SML AMPOULE 


Artacil-100 


Atracurium besylate 


= 


The Relaxant that HITS And SPLITS 


10MG/ML - 10ML VIAL 





MUSCLE RELAXANTS © 
| Cis-artacil 





Cisatracurium Besylate Inj. 
—_ os 
Beauty with Nirtue 


2MG / ML - 5ML & 10ML VIAL 








iaroan Pancuronium bromide 
ron ae Preferred Choice 





— = Neocuron 


4MG / 2ML - 2ML AMPOULE 





Succinylcholine Chloride Inj. 





Succinylcholine in Cold chain 


50MG / ML - 10ML VIAL 





[MUSCLE RELAXANTS * 


Rocunium) 
ii a Rocuronium Bromide Injection 
Re Sin) 


Designed for speedy performance 


Rocunium)* SOMG/SML - SML VIAL 
ee use inahom 


50mg/5m 


ak I iti 


Rocuntuht 


Rocuronium Bromide Injection | 








Designed for speedy performance 


‘orl, Nine eee use 
aq hsrT-100 
1009/10 ie 

iO) = 
















MUSCLE RELAXANTS 





NEOVEC 


| Vecuronium bromide 





Reg ne 
VEC IRON JY 


| INJECT ON! 








| rr veo “e A safe and versatile way to Relax 
Me Pratt 
Ye Sima 4MG LYOPHILISED AMPOULE 







® 
N EOVEC - 1 0 ONL BRON 3 


Vecuronium bromide INJECTION IP. 
NEOVEC -10 3 
eee A youhitisa: 


A safe and versatile way to Relax 
Frocrativg “ot ede fi jet 





410MG LYOPHILISED VIAL 





NEOVEC-20 


Vecuronium bromide 
A safe and versatile way to Relax 





Re 20mg 
VECURONJM BROMIDE 
| INJEC TONIP 

} NE “20 tyres 
i For Lv. use 0 

i Presi nt ied 


| Rrotte-z0 fi. 20MG LYOPHILISED VIAL 














ARDIOVASC 


Vasocon 


Adrenaline Bitartrate Inj. 


The powerful vasoconstrictor 





ADRENALINE BITARTRATE 
INUECTION IP 
yasocon’ 


1MG/ML - 1ML AMPOULE 





Savin TEE Tah en 





EFIPRES 


Ephedrine hydrochloride 
The Efficient Vasopressor 


30MG/ML - 1ML AMPOULE 











MYO-PYROLATE 


Glycopyrrolate 0.5 mg + Neostigmine 2.5 mg 











The Readymade Reversal 


5ML - AMPOULE 





MYOSTIGMIN 


Neostigmine 
0.5MG/ML - 1ML AMPOULE 
0.5MG/ML - SML AMPOULE 














NEOSTIGNINE 

MeTHYLSULPHAT= 4 

INJECTION LE 
igmin’ 


Frit (Sion i¥JSE we 


NEOSTIGMINE 
METHYLSULPHAT 
7 NJECTION iP 






aaa 















TOCAL ANESTHETICS ¥ 


ANAWIN' 
Bupivacaine HCI 


The win-win Local Anaesthetic 


ANAWIN 0.25% (Preservative not added) - 2OML VIAL 





ANAWIN 0.5% - 20ML VIAL 
ANAWIN Heavy (Preservative not added) - 4ML sterile Ampoule 





(Re 20m 
| BUPIVACAINE | 


| HYDROCHLORIDE: 
| RRECTONLP | 





EINE NO AIOE 


[ROtAL AnaRsTNeTiE ~ it, = 
nol | F 


| poe F 1a 





“LOCAL ANESTHETICS. 





LOX 


Lignocaine hydrochloride 
Locks the pain 
LOX 2% JELLY - 10GM TUBE, 30GM TUBE 





LOX 10% SPRAY - 50ML BOTTLE 
LOX 2% INJ. - 30ML VIAL 








LOX 2% WITH ADRENALINE - 30ML VIAL 
LOX 4% TOPICAL - 30ML VIAL 
LOX HEAVY 5% (Preservative not added) - 2ML AMPOULE 








LOX 5% OINTMENT - 20GM TUBE 
LOX 2% VISCOUS - 100ML BOTTLE 
LOXICARD 2% (Preservative not added) - SOML VIAL 


















LOXHEAL 


Nifedipine and Lignocaine Cream 
Dual Power to Heal the Pain 


‘Nitediging and Lignocaine Cream 
| LOXHEAL 


FOR EXTERNAL USE ONLY 


fata fx: 


30GM TUBE 











@CELorQuik 


Preservative not added Chloroprocaine HCI 


Crafted for quick recovery snd 





50MG/5ML - SML AMPOULE care 
GEorquik’ 1 aa 4 


reson 
Penenerrereeanene ac Amoi oe 








CLGNEGN 


Preservative not added Clonidine HCI Inj 


A Versatile, Ad d On 


150MCG/ML - 1ML AMPOULE 











FLUDOT 


Fiumazenil 


€i Promising Savior 


0.5MG/5ML - 5ML AMPOULE 





0.5mg/Smi 
FLUMAZENIL INJECTION LP. 


“tAmpoule of Set 









@ TOCAL ANESTHETICS ¥ 
® 
LEVO-ANAWIN 


Preservative not added Levobupivacaine HCI 


Similar... yet Safer 


LEVO-ANAWIN 0.5% - 10ML AMPOULE 
LEVO-ANAWIN 0.5% - 20ML VIAL 
LEVO-ANAWIN 0.25% - 20ML VIAL 





















@ LOCAL ANESTHETICS 


ROPIN 


Preservative not added Ropivacaine HCI 
Differentiation that Nihes a difference 


ROPINems.- 2OML AMPOULE, 20ML VIAL 








ROPINoss - 1OML & 20ML AMPOULE 





ROPINos. - 20ML AMPOULE & 50ML 











RPE ORRIENED mM? 
ROPING F a 


MONA TIRED | 


Nin 0.75% 


Doves h Duboe Ye 
ss Siac 


Fra 
— You. / 


For Further information r 
ay phone Ceagnet 


NEON 


LABORATORIES LIMITED 
28 Mahal Ind. Est., M. Caves Rd., Andheri (East), Mumbai - 400 093 © Email ID: pmt@neongroup.com 





